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1 
This invention relates te an mproved teeth 
cleaning unit, and mor particularly te a teeth 
caning assembly wherein the oth brush and 
ail accessories necessary for th proper care of 
ti] teeth are assembled togethr in a compac 
and attractive unit which may be conveently 
carried  the pocket or purse. is applica- 
tion is a continuation-in-part of mY copending 
application Srial No. 612,63, filed August 27, 
1945, new Patent No. 2,468,32, dated My 3, 1949. 10 
Pror care of the teeth rquires daily brush- 
ig and clêaning of the eeth which shou!d be 
done aïter each mel. Such preferential care 
co be giron te the teeth by most indiduals 
since he necessary mpiements, such as the tooth- 15 
brsh and accessories sed by such dividua], 
re net ordinarily carried by the individual or 
otherwise re net conveniently available or ac - 
cessible throughout the day. 
In accordance with this ivention, a teeth 20 
caning assmbly is proded Which presents in 
o ompct, convenient and attractive unit, a 
rplaceable toothbrush wih the necssa com- 
plemn of dentifrice supportd by a dentifrice 
arrier sanitarily housed within a sealed com- 
srtment in the handle section of the unit. 
dentifrice .crrier includes a denl floss com- 
partnoEent frein which dental floss may be con- 
vnien!F dispensed. A tubular cover section 
tb]y cured te one end.of the hante section, 
provides a anitry and dtproof compartment 
,o ho and containing the brh bristles. 
The cover section  provided with a compart- 
nnç dsignd te contain moisture absorbent and 
dsifectant material which serres te attract and 
e«tracç the moisture carried on th used brush 
honsed therin in a mater te maintain e 
brush bristles in dry and dinfectd contion. 
The omplet uni, including the toothbsh and 
tth-c!eang sccessores, is cotructed and as- 40 
,:embled in such compact siz and fore that it 
may b convenienly carried in the pocket or 
çuyse at al! rimes. 
This improwd unit is pricarly designed ïor 
oW test anufactç]re and assembly frein rel- 45 
at?/!y few parts frein plastic materials molded. ' 
into exterior shaç te provide a unit of highly 
attractive ppeara]ce. e detachable section 
»nd D«rt re conncted together by sealing rings 
iD.  mannr te prevent the escape of moisture 50 
f!'om t, he brush brioEtles te the exterio of the 
unit, assuriï]g a dry and sanita environment. 
The parts of the unit are se constructed as te 
permR ¢onvenint separation and attachment 
the comportent parts both in assembly and in use. 
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This irnproved unit satisfies the most critical re- 
quirements of sanitation and provides a personal 
implement which encourages and makes con- 
renient the proper cleaning and care of the teeth. 
In order that a clear understanding of this in- 
vention rnay be had, reference is ruade te the ac- 
companying drawing in which: 
Fi. 1 is an elevational view of the futly as- 
sembled teeth cleaning unit showing parts broken 
aw.ay te reveàl certain structurat detaits thereof. 
Fig. 2 is a longitudinal cross sectionat view of 
the teeth cleaning unit showing all the parts 
thereof in assembled position. 
Figs. 3 te 8 inclusive disclose the series of parts 
from which the teeth cleaning unit is assembled; 
Fig. 3 more particular!y showing the dome shaped 
cap forming a part of the lollow cover sectiön; 
Fig. 4 showing the perforated cover member for 
closing the open end of the dome shaped cap; 
Fig. 5 showing the tubular body of the cover sec- 
tion; Fig. 6 showing the brush section; ig. 7 
showing the hollow handle section and associated 
dentifrice dispenser; and Fig. 8 showing the cap 
closure for the exposed end of the dentifrice.dis- 
penser. 
Fig. 9 is an elevational view, partly in section, 
of the dental floss receîving cup inserted into the 
end of th dentifrice dispenser. 
Fig. !0 is an enlarged cross sectional vlew of 
the handle section as the saine would appear 
when vAewed along the line 0 of lig. 7. 
Fig. ti is an elevationat view showing the 
tubu]aï body and head portion of the dentifrAc 
dispenser; and 
Fi. 12 is an etevational view of the dentifrice 
supporting sleeve designed te slidably telescope 
within the tubular body of thé dentifrice dis- 
penser shoWn in Fig. il. 
Similar reference characteïs refer te similar 
parts throughout the several views of the draw- 
in and specification. 
The improved teeth c!eaning unit forming the 
subject marrer of this invention generally com- 
prises aone piece brush section ! designed te be 
detachably secured te one end of aone piece hol- 
low handle section . A hollow coer section  
contains a brush compartment  designed te 
ceive and enclose the brush section . The lower 
ed of the cover section 3 is designed te be de- 
tachably secured te the handle section ata point 
aacent the base of the brush section  in a 
manner te provide a sealed connection. The 
hollow handle section  contains a compartment 
 designed te receive the tubu]ar body of a denti- 
frice dispenser . 



The dentifrice dispenser is formed from aone 
piece main section 5 presenting a tubular bocy 
portion 40 designed fo slidably receive a remov- 
able dentifrice supporting sleeve 6. The tubular 
body 40 merges into a head portion 45 designed 
fo be detachably secured fo the lower end of the 
hollow handle section 2 in a manner to provide a 
leakproof closure therefor. The head portion 
of the dentifrice, dispenser has a hollow interior 
providing a compartment e for dental floss. The 
dental floss is retained in compartment c by a 
one piece floss receiving cup 
is fully enclosed by aone piece closure cup 8 de- 
signed fo be detachably secured to the head por- 
tion 45 in a manner fo provide a sealing connec- 
tion. 
The closure section 3, as shown in Figs. 3, 4 
and 5, is formed in three parfa, comprising a 
tubular brush container part 9, the upper end 
being closed by a dome shaped cap 10 having a 
compartment g designed fo contain an agent s 
for drying and sterilizing the brush bristles. The 
drying agent sis retained wikhin the compart- 
ment g of cap J0 by a perforated insert member 
10' which may be inserted into the oen end of 
the dome shaped cap 
Referring more particularly to Figs. 2 and 
the brush section ! comprises a stem portion ! ! 
which may be formed of suitable plastic, fo which 
two or more rows of brush bristles 12 are flrmly 
secured, The lower end of the stem portion 
is designed fo taper in graceful curves fo a flared 
skirt 3, and terminates in a plug portion 4 of 
generally cylindrical form. The plug portion 
may be embraced by one or more rubber sealing 
rings 5, each of which may be iriser into a cir- 
cumferentially extending groove formed in the 
outer periphery of the plug portion. The Plug 
portion J4 is designed fo be removably inserted 
in the bore 6 formed in the end portion  of 
the handle section 2. The rubber sealing gaskes 
! 5 are designed fo frictionally fit witin the bore 
6 in a manner fo prevent the escape of moisture 
from the brush compartment m fo the dentifrice 
compartment b of the handle section. The brush 
section ! can neverkheless be removed when the 
bristles 2 are worn, and a new brush section 
substituted. The flared skirt 3, which caps the 
plug portion 4, presents a shoulder 3 which fls 
neatly against the end 9 of the hollow handle 
section 2. The brush stem I! is of such length 
to permit convenient cleaning of the teeth with- 
out requiring insertion into the mouth of any 
appreciable part of the handle section 
The three parts which form the hollow closure 
section 3, as shown in ligs. 3, 4 and 5, are desir- 
ably formed of suitable plastic materials. The 
interior of the tubular body part 9 desirably pre- 
sents a smooth interior surface which may be 
substantially uniform in diameter. The lower 
end of the body part 9 is designed fo snugly 
telescope over the exterior end portion [7 of the 
handle section 2 in a manner to provide a snug 
fit. One or more sealing gaskets 2! may be cir- 
cumferentially mounted on the end portion 
of the handle section to provide a frictional fit 
for the lower end of the body part 9 of the clo- 
sure section 3, and in addition to seal the joint 
so that any moisture deposited in the tubular 
body part 9 by the moistened brush bristles 
will hot escape fo the exterior af the teeth 
cleaning unit. The tubular body part 9 is of suf- 
flcient length and interior diameter fo snu'gly 
receive the brush bristles [2, the stem portion 
! [, the flared skirt portion [3 and the end portion 
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[] of the handle section, as shown more par- 
ticularly in Fig. 2. The lower edge 22 of the tu- 
bular body part 9 of the closure section 3 is de- 
signed to snugly seat against an exterior shoulder 
5 23 formed at the base of the end portion Il of 
the handle section. 
The opposite upper ends of the tubular body 
part 9 is closed by the dome shaped closure cap 
[{} having a hollow dome shaped portion 25 and 
10 a depending flange 6 shaped to be snugly 
serted into the upper end of the tubular body 
9 of the brush containing closure member 
The dome shaped portion 25 of the closure cap 
9 provides a compartment g adapted fo contain 
15 , drying and disinfecting agent s. The lower 
end of the dome shaped portion 25 is closed by 
a detachable closure plate [' having a peripheral 
lip 2] which seats against the exterior edge 
of the flange portion 2, the closure plate 
20 being frictionally retained in position by the 
surrounding depending flange 6. The closure 
plate [{}' is provided with a series of axial holes 
or perforations 2. providing communicating 
pasageways between the drying and disinfecting 
25 compartment g and the brush compartment a. 
The flange portion 26 is designed to snugly tele- 
scope into the upper end of the tubular body 
part 9 and is desirably frictionally retained in 
position by a rubber sealing gasket 29 which may 
3O be partially inset into a shallow groove extend- 
ing circumferentially around the outer periphery 
of the flange portion 26. Thus the dome shaped 
closure cap I{} may be detached, the closure 
plate H}' removed, and the drying and disinfect- 
35 ing agent s contained in the disinfecting com- 
partment g removed and replenished. The seal- 
ing gasket 29 prevents the escape of moisture 
from the compartments  and g to the exterior 
of the teeth cleaning unit. 
0 As shown more particularly in Figs. 1, 2 and 
7, the one piece handle section 2 may be desira- 
bly formed of suitable plastic material and pre- 
sents a tubular body 30 having a bore of uni- 
form diameter which defines the dentifrice com- 
partment b therein. The upper end of the tubu- 
45 lar body 30 terminates in the end portion ] over 
which the lower end of the tubular closure mem- 
ber 3 telescopes. The handle section 2 is open 
at its lower end and closed at ifs upper end when 
the plug portion [4 of the brush section  is 
50 
inserted into the bore [6 thereof. 
The dentifrice dispenser 4, as shown more 
particularly in Figs. 1, 2, 7 and 11 is desirably 
of the ejector type, adapted to bouse the den- 
 tifrice stick iv. The one piece receiving sleeve 
is designed to receive the lower end of the den- 
tifrice stick iv, and may be desirably formed 
from suitable plastic material. The receiving 
sleeve 6 presents a tubular wall 35 which may 
60 bave an inturned circumferentially extending lip 
36 against which the end of the dentifrice stick 
p may seat. A stud 37 projects from the tubu- 
!af wall of the receiver 6 to provide a projec- 
tion for manipulating the receiver. The re- 
6 ceiver 6 may be so inexpensively made as fo be 
advantageously supplied as a comportent part 
of the dentifrice stick p, tobe thrown away when 
the dentifrice stick has been consumed. 
The one Piece main part 5 of the dentifrice 
70 dispenser 4 presents a protective tube portion 
40 which extends from the head portion 45. The 
protective tube portion 40 bas a diameter and 
length designed to snugly telescope into the 
dentifrice compartment b of the handle section 
 2. The protective tube 40 bas a slit 4! extend- 



ing longitudinaltY thereof through which the 
stud 37 of the redeiver 6 mayextend. The upper 
end of the stit 4! may be slighl;ty contractedby 
lateralty extending lip portions .42 so as to pre- 
vent inadvertent removat of the receiver 6 as 
it slidably telescopes within the protective sleeve 
40. The materiat from which the tubulaï pro- 
tectlve sleeve 49 is made is suiïïciently flexible 
to permit the projection 37 of the receiver 6 to 
be forced out of the upper end .of the slit 
as itlustrated more prticutarty in .Figs. 11 and 
12, and thus remove the sleeve 6. 
The hotlow head pòrtion 45 is formed as an 
integral part of the protective tube 40, and 
presents a closure wat! 46 which closes the lowe!" 
end of the protectve tube 4. The head por- 
tion 45 presents an overhanging boss 44 which 
may be provided w!th suitable knurling 5 to 
provide a firm finger ffrasp. The boss 4 presents 
an iriser shotflder 49 designed to snugly abut 
aginst the :tòwer end  of the tubular handle 
ecti0n 2. The head portion 4, af a point 
jacent the lower end of the protective tube por- 
tion , is embraced by a rubber gasket 59 which 
provides a seal between the lower end of the 
handle section 2 and the head portion  of the 
dentifrice dispenser, thereby preventing the es- 
cape of moisture from the dentifrice compart- 
ment b to the exte!'ior of the teeth c]eaning unit. 
In addition, the gasket 5 s»rves as a frictiona] 
means to positively retain the dentifrice dis- 
penser re]easab]y attached to the handle sec- 
tion 2. 
The head portion  of the dentifrice dispenser 
is a]so provided with a compartment c for the 
reception of dental floss which is separated from 
the dentifrice containing tube portion 40 by the 
partition wat] 6. The compartment c is de- 
signed to receive a fioss cap ï which may be in- 
expensive]y ruade from extruded ruera!, the cup 
? presenting a tbular side wa!] 5 designed to 
frictiona]]y tetescope into the compartrp_ent c. 
The floss containing cup  is provided with a 
rounded end wa!] ,", which has a suitable thread 
dispersing ho]e 56, and a thread cutting !ip 
ïormed by cutting an urcuate s!t in the end 
wa]t portion 2 ar!d bending the !ip portion 
s]ightly outward fo present a relatively shzrp 
arcuate cutting edge. The dents, l fioss  rnay be 
wound on a small spool or rol]ed into a ball of 
a size fo be snugiy contained within the fioss 
cup 7. The side wa]l ! of çhe fioss cup 7 i. 
frictiona]]y retained within the comparment c, 
vith the rounded wa]] portion 52 thereof attïac- 
tive]y projecting from the ]ower end of the hed 
portion 4. Removal of the fioss cup  for floss 
refil]ing purposes can thus be convenient]y 
effected, 
To prevent accidenta] remova] of the floss cap 
, and to give the ]ower end of the teeth c]ean- 
ing unit a finished appearance, a dome shaped 
c]osure cap 8 is provided, designed fo telescope 
over the tower end of the head portion 8 
sh0wn in Fig. 2. The c]osure cap 8 is provided 
with a flange portion  defined by an iriser 
shou]der 5 designed to snug]y abut against the 
!ower Cdge 57 o the head portion ,, with the 
upper edge 5 of the flange portion 5 sng!y 
abutting against the inset shou!der 59 which 
deflnes the ]ower edge of the boss 4.. A rubber 
sea]ing gasket , circumferentia!iy embracing 
the lower end of the head portion gS, sCrves to 
frictiona]ty retain the c]osure cap  in detach 
ably assembled position on the head portion 4. 
The closure cap 6 may neFerthetess be easfly 

removed to provide convenient access to the 
dental floss thread extending from the floss cup 
7. The outer circumïerence of the ctosure cap 
6 may be provided with suitable knurling ! to 
 provide a convenient and decorative flnger grasp 
to facilitate twisting removal and attachment of 
the closure cap 8 to the head portion . 
ThiS improved teeth cleaning unit can be 
ruade from relatively few parts designed ïor high 
10 speed, tow cost manufacture and assembly. The 
brush section ! can be economically manufac- 
tured by methods employed in the manufacture 
o_f tooth brushes, wherein the stem portion , 
flared skirt portion I$ and plug portion 4 are 
15 formed from molded plastic, suitabte shal!ow 
grooves being molded in the ptug portion 4 onto 
which the rubber sealing rings 5 may be sprung. 
The one piece handle section 2 may be formed 
from plastic tubing shaped to provide the head 
20 portion 17 and the tubular body portion 0, with 
the bore  formed in-the head portion and 
grooves molded in the clrcumference of the head 
portion upon .which the rubber sealing rings 2 
may be sprung. The stem section I! is assem- 
25 b]ed to the hand]e section 2 by mere]y inserting 
the ptug portion 4 into the bore 
The brush enclosing section  may be eco- 
nomical!y formed of three plastic parts. The 
tubular body part 9 can be cut in desired ]engths 
0 from plastic tubing, the dome shaped cap } and 
closure plate 8' can.be formed by simple mold- 
ing operations. The rubber sea]ing ring 29 
sprung onto the flange portion -- of the closure 
cap 8, drying pellets iserted into the cap, and 
35 the perforated ctosure plate |' p_]aced in posi- 
tion, whereupon th assembled c]osure acoïn 
may be applied t0 the tubing portion 
The dençifrice dispense_r  iS îormed of two 
pieces of plastic. The on_e piece main section 
40 comprising the head portion  integratly formed 
with the protective tube portion 4', is designed 
or convenient low cost motding. The dentifrice 
stick receiving sleeve 6 may comprise a short 
section of plastic tubing having a manipulating 
projection 7 mo]ded integral therewith. If de- 
45 sired, the rec_ei:¢ing sleeve  may be provided with 
an in_tttrned lip  at one end thereof to provide 
.a support for tl3e dentifrice stick 
The floss cap 7 may be punch ormed of tight 
gauge metal, With the floss thread hole  and 
0 the cUtting ip  formed therein iU the saine 
0peïaton. The fioss çup 7, ]oaded witb a fios 
_spoot, may be quickty telesc0ped into the fioss 
compar._rnent ç mo]ded in the end of the head 
 portion , of the dentifrice carrier . The dome 
oo shaped C]0SUr.e  is ]k_ewise dapted for economi- 
ca] m0]ding and attaçhment fo the head por- 
tion 5 of the dentifrice carrier. 
When this improved teeth cleaning unit is to 
60 be used, the cover section  is rernoved fïom ifs 
te]escoped position by exerting a twisting pull 
thereon in a manner to detach if from the end 
portion  of the h_and]e section 2. The denti: 
frice carrier 4 is removed from the hand]e section 
65 2 by exerting a tvAsting pu]] on the knur!ed head 
portion 45 so as to remove the dentifrice carrier 
 from the 1ower end of the hand!e section 
The dentifrice supporting sleeve  ca.n thon be 
manipulated by the thurnb app]ied to the pro- 
7O jection 7 so as to project the end of the denti- 
frice stick p a sufiicient extent to permit im- 
mediate application of the desired quantity of 
dentifrice upon the bïush brise!es 2 which may 
be stroked over the exposed end of the denti- 
75 frice stick. The protective portion , of the 
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dentifrice carrier may then be reinserted into 
the handle section 2 and the teeth convepdently 
brushed. When brushing of the teeth bas been 
completed, the closure section 3 is telescoped 
over the brush section  and the cleaning unit 
put away in the pocket or purse. 
Any moisture which may be carried by the 
brush bristles 12 is gradually withdrawn from 
the brush compartment a and the brush bristles 
[2 by the moisture attracting action of the dry- 
ing granules s contained in the acorn head of 
the closure section, This moisture flows from 
the compartment a through the pin holes 23 in 
the closure plate i[' directly into the comPati- 
ment  which contains the drying granules. 
The moisture drawing effect of the drying gran- 
ules s may be facilitated by providing one or more 
small pin holes 32 in the tubular body portion 
9 through which air may be drawn from the 
exterior, A vent hole 33 may also be provided 
in the closed end of the closure cap Il] through 
which air that has been subjected to the drying 
action of the drying granules may escape. 
No moisture from the brush compartment a 
can enter the dentifrice containing compartment 
b as these compartments are sealed from one 
another by the plug 14. Ner can any moisture 
which may become deposited on the dentifrice 
stick p escape through te exterior of the unit 
since the dentifrice carrier 4 is fltted te the 
tubular portion 3D af the handle section 2. Nu- 
merous tests have demonstrated that, irrespec- 
rive of the moisture which may be carried by 
the brush bristles |2, or may be deposited on 
the dentifrice stick p, this moisture does net 
noticeably escape te the exterior of the closed 
unit. Thus a high degree of sanitation and 
dryness is attained, without danger that unde- 
sirable moisture may become deposited on the 
exterior of the unit. 
Should a section of dental floss be desired, 
the closure cap $ may be qulcMy removed from 
the head portion 4§ by a twisting pull, thereby 
making readily available the desired section 
length of floss, which can be readily withdrawn 
from the floss cup 7 and severed by the cutting 
lip 54. Except when a section of fioss is desired, 
the closure cap $ remains attached te the denti- 
frice carrier as a unitary part thereof. 
The main parts of the unit above described 
are made, and can be economically and easily 
formed from metal and/or plastic resins into 
numerous and attractive streamlined shapes in 
selected colors as may be desired. The parts 
may be detachably connected by sealing gaskets, 
formed threads, or by snug telescoping interfits. 
This hygienic instrument promotes and en- 
courages frequent cleaning of the teeth, which 
is a necessary requisite te oral hygiene. All 
necessary implements OEor the proper care of the 
teeth are compacted within this attractive unit, 
and the implements are maintained in fresh and 
ster!ized condition for individual and personal 
use. The dentifrice compartment  is of gen- 
erous size and designed te contain a selected 
dentifrice sufficient for several days' use. The 
dentifrice sticks or cartridges may be supplied 
or sold in dozen lots, packed in a convenient 
carton, and frein which supply the user may 
periodically replenish the dentifrice as his needs 
require. 
While certain novel features of the invention 
have been disclosed herein, it will be understood 
that various omissions, substitutions and changes 

may be made by those skilled in the art without 
departing frein the spirit of this invention. 
What is claimed is: 
1. A teeth cleaning unit including in combina- 
5 tion, a brush section and a hollow handle section, 
said brush section comprising a brush stem sup- 
porting the brush bristies, said brush stem hav- 
ing a plug portion atone end thereof insertable 
into a bore formed in the end portion of said 
l0 hollow handle section, a closure section having 
a compartment adapted te telescopically receive 
said brush section, means for detachably secur- 
ing one end of said closure section te the end 
portion of said handle section, said means 
15 cluding a pair of spaced sealing gaskets extend- 
ing circumferentially around said handle end 
portion designed te telescopically receive the open 
end of said hollow closure section and frictionally 
retain said closure section detachably secured 
20 te said handle section and hermetically seal the 
attached end thereof, and a pair of spaced seal- 
ing gaskets extending circumfeïentially around 
said plug portion frictionally retaining said brush 
section secured te the end portion of said hollow 
25 handle section and sealing said hollow handle 
section frein the entry of moisture deposited on 
the brush section. 
2. A teeth cleaning unit including in combina- 
tion, a blush section and a handle section, a hol- 
30 low closure section comprising a tubular part 
open ai one end thereof and having a cap part 
removably secured te the other end thereof, said 
cs.p part having a removable dividing partition 
inset therein dividing said closure section into a 
35 brush receiving compartment and a drying com- 
partment for a drying agent wholly contained in 
said cap part, said cap part being flllable with 
the drying agent upon removal of the cap part 
frein said tubular pa't and removal of the divid- 
40 ing partition frein said cap part, means for 
detachably securing the open end of said closure 
section te said handle section when said brush 
section is housed within the brush .eceiving com- 
païtment thereof, said dividing partition having 
45 perforations therein through which moisture in 
said brush compartment is drawn into said d'y- 
ing compartment, a pin hole in the wall of said 
tubular part through which ai- may enter said 
brush compartment, and a pin hole in the end 
50 wall of said cap part through which the dried 
air processed in said drying compartment may 
escape. 
3. A teeth cleaning unit including in combina- 
tion, a brush section and a handle section, a hol- 
55 low clostu'e section comprising a tubular part 
open atone end thereof and providing a brush 
receiving compartment, a cap part removably 
secured te the other end of said tubular part, 
said cap part having a l"emovable dividing par- 
60 tition inset therein defining a drying compart- 
ment for a drying agent wholly contained in said 
cap part, said cap part being fillable with drying 
agent upon removal of the cap part frein said 
tubular part and removal of the dividing parti- 
65 tion frein said cap part, means for detachably 
securing the open end of said tubular pa't te 
said handle section when said brush section is 
housed within the brush receiving compartment 
thereof, said dividing partition having perfora- 
ï0 tions therein through which moisture in said 
brush compartment is drawn into said drying 
compartment, a pin hole in the tubular wall of 
said tubular part through which air may enter 
said brush compartment, and a pin hole in the 
75 end wall of said cap part through which the dried 
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air processed in said drying compartment may 
escape. 
4. A teeth cleaning unit including in combina- 
tion, a hollow handle section, a brush section 
attached to one end of the hollow handle sec- 
tion, said hollow handle section being open at the 
opposite end thereoî and having a compartment 
for the reception of dentifrice, a removable den- 
tifrice dispenser having a dentifrice receiving 
casing adapted to telescope into the dentifrice 
compartment of said hollow handle section, said 
dentifrice dispenser having a head portion pre- 
senting a transverse end wall as a par thereof 
providing a closure for the lower end of said 
handle section, said head portion having an out- 
wardly open socket cavity therein, a removable 
floss receiving cup having a tubular side wall 
removably telescoped into said socket cavity to 
provide a floss compartment, said cup having a 
rounded end wall presenting a floss extracting 
opening therein, and a dome shaped closure cap 
detachably secured fo said head portion and 
enclosing the exposed bottom wall of said cup. 
5. A teeth cleaning unit including in combina- 
tion, a hollow handle section, a brush section 
attached to one end of said hollow handle sec- 
tion, said hollow handle section being open at 
the opposite end thereof and having a compare- 
ment for the reception of dentifrice, a removable 
dentifrice dispenser having a dentifrice receiving 
casing adapted to telescope into the dentifrice 
compartment of said hollow handle section, said 
dentifrice dispenser having a head portion pre- 
senting a transverse end wall as a part thereof 
providing a closure for the lower end of the han- 
dle section, a dental stick supporting sleeve tele- 
scoping into the dentifrice receiving casing of 
said dentifrice dispenser, a guide and manipulat- 
ing lug projecting from said sleeve through an 
elongated slot in the tubular wall of said denti- 
frice receiving casing, said slot being of con- 
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tracted width at the upper end thereof through 
which said projecting lug may be forced to 
remove said sleeve from said casing, said head 
portion hving an outwardiy open socket cavity 
5 therein providing a dental floss receiving com- 
partment, a dental floss receiving cup removably 
seating within said compartment, a removable 
closure cap for enclosing said floss cup, and 
means associated with said head portion for 
10 removably securing said closure cap fo said head 
portion. 
iVIAICEL BOULICAULT. 
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